DEEP DOWN IN THE GLACIER'S CREVASSE
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The strong, fearless man depicted above is the famous Swiss guide, Andreas Hartman, and he
was photographed about 60 ft. down in a crevasse on a glacier in Switzerland. It is by no
means xincommon for these crevasses to be 200 ft. in depth. The slightest slip on the part of
a mountaineer might result in broken bones, whilst the cold in a crevasse is so intense that an
injured person would quickly be frozen to death.